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OFFICE  OF  THE  FEDERAL  REGISTER 


1  CFR  Part  51 

Approval  of  Incorporations  by  Reference 

agency:  Office  of  the  Federal  Register. 

ACTION:  Approval  of  incorporations  by  reference. 

summary:  The  Director  of  the  Federal  Register  has  received  requests  from  several 
agencies  to  approve  materials  incorporated  by  reference  into  Titles  42  through  50 
of  the  Code  of  Federal  Regulations  (CFR).  This  document  contains  a  table  of  items 
that  have  been  approved  by  the  Director. 

EFFECTIVE  DATE:  The  Director  approves  the  following  incorporations  by  reference 
for  one  year  effective  October  1, 1980,  unless  otherwise  noted. 

FOR  FURTHER  INFORMATION  CONTACT:  Rose  Anne  Lawson  at  (202)  523-4534. 
SUPPLEMENTARY  INFORMATION: 

Authority.  Each  agency  that  wishes  material  incorporated  by  reference  in  the 
CFR  to  remain  effective  must  annually  submit  to  the  Director  a  list  of  that  material 
and  the  date  of  its  last  revision  (1  CFR  51.13). 

The  materials  included  on  the  table  below  are  incorporated  by  reference  in  the 
CFR  under  5  U.S.C.  552(a)  and  1  CFR  Part  51.  These  procedures  provide  that 
material  approved  for  incorporation  by  reference  by  the  Director  of  the  Federal 
Register  has  the  same  legal  status  as  if  it  were  published  in  full  in  the  Federal 
Register. 

Availability.  Before  an  agency  may  incorporate  by  reference  any  material  into 
the  Code  of  Federal  Regulations,  it  must  make  the  material  reasonably  available  to 
the  class  of  persons  affected  by  it.  Agencies  have  indicated  where  you  can  obtain 
each  item  included  in  the  table.  The  materials  approved  for  incorporation  by 
reference  are  available  for  inspection  and  copying  at  the  Office  of  the  Federal 
Register,  1100  L  Street,  N.W.,  Washington,  D.C.  (202)  633-6930. 

Amendments.  If  the  producer  of  materials  approved  for  incorporation  by  refer¬ 
ence  changes  or  updates  the  material,  and  the  agency  wishes  to  enforce  the 
changed  or  updated  version,  the  agency  shall  publish  an  amendatory  document  in 
the  Federal  Register  indicating  that  the  material  is  amended.  The  agency  also  shall 
make  the  amended  material  available  as  indicated  on  the  table,  or  as  modified  iii 
the  amendatory  document.  Amendments  are  not  properly  incorporated  until  a 
document  is  published  in  the  Federal  Register,  and  the  amendment  is  filed  at  the 
Office  of  the  Federal  Register  and  made  available  to  the  public. 

Extensions.  The  Director  has  granted  extensions  of  approval  with  respect  to 
some  material.  These  extensions  are  necessary  in  order  to  complete  the  review 
process  under  1  CFR  51.13.  Materials  to  which  an  extension  applies  are  marked  in 
the  table. 

Other  CFR  Titles.  For  materials  approved  for  incorporation  by  reference  in 
Titles  28  through  41  of  the  CFR,  see  documents  published  on  June  30, 1980  at  45  FR 
44090;  on  July  14,  1980  at  45  FR  47111;  and  on  September  9,  1980  at  45  FR  59297. 

For  materials  approved  for  incorporation  by  reference  in  Titles  1  through  16  cf 
the  CFR,  a  document  will  be  published  on  December  31, 1980. 

For  materials  approved  for  incorporation  by  reference  in  Titles  17  through  27  of 
the  CFR,  a  document  will  be  published  on  March  31, 1981. 

Problems.  If  you  have  any  problems  getting  the  material,  notify  the  agency.  If 
you  find  the  material  is  not  available,  notify  the  Director  of  the  Federal  Register 
(NARS),  Washington,  D.C.  20408  or  call  (202)  523-^534. 

Martha  B.  Girard, 

Acting  Director,  Office  of  the  Federal  Register. 

September  22, 1980. 

42  CFR  CHAPTER  1  (PARTS  1-199)— PUBUC  HEALTH  SERVICE  DEPARTMENT  OF 
HEALTH  AND  HUMAN  SERVICES 

CFR  Citation 

American  National  Standards  Institute,  Inc.  (ANSI) 

1430  Broadway,  New  York,  NY  10018 

ANSI  A117.1  1961  (R-1971),  American  National  Standard  Specilica-  36.110(b)(10); 
tions  for  Making  Buildings  Accessible  to,  and  Usable  by,  the  Phys-  51c.503(a](7)(iii)(A); 
ically  Handicapped.  52b.8(j). 


Federal  Register  /  Vol.  45.  No.  191  /  Tuesday.  September  30. 1980  /  Rules  and  Regulations  64817 


American  Society  of  Heating,  Refrigerating  and  Air  Conditioning  Engineers  (ASERAE) 
United  Engineer  Center,  345  East  47th  Street,  New  York,  N.Y,  10017 

Handbook  of  Fundamentals,  1977 . . .  Part  36,  Subpart  H, 

Appendix  A(b)(l): 
52b.ll(b)(l) 

Extension  granted  to  Nov.  1, 1980. 


American  Society  of  Mechanical  Engineers  (ASME) 

United  Engineer  Center,  345  East  47th  Street,  New  York,  N.Y.  10017 
Boiler  and  Pressure  Vessel  Code,  1977  edition,  with  current  addenda.  Part  36,  Subpart  H, 
section  8,  Division  I.  Appendix  A(b)(3). 

National  Plumbing  Code,  1955 .  Part  36,  Subpart  H, 

Appendix  A[b){2). 


Compressed  Gas  Association  (CGA) 

500  Fifth  Avenue,  New  York,  N.Y.  10036 

Pamphlet  P-2.1,  Standard  for  Medical-Surgical  Vacuum  Systems  in  52b.ll(b)(4). 
Hospitals. 


Emergency  Department  Nurses'  Association 
P.O.  Box  1566,  East  Lansing,  Mich.  48823;  and 

American  Nurses’  Association 
242  Pershing  Road,  Kansas  City,  Mo.  64108 

ANA  Publication  Code  MS-S  “Standards  of  Emergency  Nursing  Prac¬ 
tice”. 

General  Services  Administration 

Specifications  and  Consumer  Information,  Distribution  Section 
(WFSIS),  Washington  Navy  Yard,  Building  197,  Washington,  D.C. 
20407 

Federal  SpeciBcation,  Ambulance  Emergency  Care  Vehicle,  GSA, 
KKK-A01822A. 

Department  of  Health  and  Human  Services 
The  following  documents  are  available  for  public  inspection  and 
copying  at  thp  Central  Information  Center,  Department  of  Health 
and  Human  ^rvices.  North  Building,  330  Independence  Avenue, 
SW.,  Washington,  D.C.  20201  and  Regional  Office  Information  Cen¬ 
ters  listed  in  45  CFR  5.31  and  may  be  purchased  from  the  Superin¬ 
tendent  of  Documents,  United  States  Government  Printing  Office, 
Washington,  D.C.  20402. 

Minimum  Requirements  of  Construction  and  Equipment  for  Hospitals 
and  Medical  Facilities,  DHHS  publication  No.  (HKA)  79-14500. 

Chapter  1-420  of  the  Department  of  Health  and  Human  Services 
Grants  Administration  Manual. 

Department  of  Health  and  Human  Services'  General  Administration 
Manual,  Chapter  9,  Committee  Management. 

“Guide  for  Audits  of  Migrants  Health  Grants"  of  the  Department  of 
Health  and  Human  Services’  Audit  Agency. 

Chapter  1-43  of  the  Department  of  Health  and  Human  Services  Grants 
Administration  Manual. 

Part  2.1  (except  section  5.4,  8.8,  11.2,  11.3,  11.4,  Chapter  12,  sections 
13.2,  13.3  and  exhibits  9  and  10)  of  DHHS  Technical  Handbook  for 
Facilities  Engineering  and  Construction  Manual  Federally  Assisted 
Constructioni  entitled  “2.1  Information  for  Project  Applicants  and 
State  Agencies  on  Design  and  Construction  Related  Activities". 
Extension  granted  to  Nov.  1, 1980 

Chapter  14  of  DHHS  Publication  No.  (MRA)  79-14500,  Minimum  Re¬ 
quirements  of  Construction  and  Equipment  for  Hospitals  and  Medi¬ 
cal  Facilities,  “Small  Primary  Health  Care  Centers,”  except  for  the 
last  sentence  of  paragraph  14.1A,  the  parenthetical  phrase  “(usually 
4]"  in  paragraph  14.1B{1)  and  paragraph  14.1B(3)  in  its  entirety. 

International  Conference  of  Building  Officials 
5360  South  Workman  Mill  Road.  Whittier,  Calif.  90601 

Uniform  Building  Code,  1979  edition . 

Extension  granted  to  Nov.  1, 1980 . 

National  Association  of  Plumbing-Heating-Cooling  Contractors 
1016  20th  Street  NW..  Washington,  D.C.  20036 


57.2106(b)(3)(i). 


56a.l02-definition  of 
“Ground  Vehicles” 


Part  36,  Subpart  H, 
Appendix  A. 
51a.512; 
66.213(b)(2)(ii): 
122.211(c)(2)(ii). 
52h.3(a):  52h.4(a), 

56.603(c);  56.303(d) 

66.113(b);  66.210(b); 

67.2^);  86.33(b). 
110.100^a) 


110.1005(b)(2). 


52b.ll(g);  52b.ll(a); 
Part  36,  Subpart 
H,  Appendix  A(^). 
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National  Standard  Plumbing  Code .  52b.ll(b)(2). 

Extension  granted  to  Nov.  1980 

Natkmal  Conference  of  States  on  Building  Codes  and  Standards 
481  Carlisle  Drive,  Herndon,  Va.  22070 

National  Building  Code,  1976  edition .  Part  36,  Subpart  H, 

Extension  granted  to  Nov.  1980 . .  Appendix  A(a). 

National  Council  on  Radiation  Protection  and  Measurement 


P.O.  Box  30175,  Washington,  D.C.  20014.  (Also  available  for  exami¬ 
nation  at  ALOSH,  944  Chestnut  Ridge  Road.  Morgantown,  W.  Va. 

26505  and  National  Institute  for  Occupational  Safety  and  Health, 

5600  Fishers  Lane,  Rockville,  Md.  20857.) 

NCRP  Report  No.  33,  Medical  X-ray  and  Gamma-Ray  Protection  for  Part  36,  Subpart  H, 


Energies  Up  to  10  MeV — Equipment  Design  and  Use  (issued  Febru-  Appendix  A(f), 

ary  1. 1968).  37.43;  52b.ll(f). 

Handbook  reports  35,  1970;  and  36,  1970,  of  the  National  Council  on  Part  36,  Subpart  H, 
Radiation  I^tection  and  Measurement  Appendix  A(f). 

NCRP  Report  No.  48,  Medical  Radiation  Protection  for  Medical  and  37.43 
Allied  Health  Personnel  (issued  August  1, 1976). 

NCRP  Report  No.  49,  Structural  Shielding  Design  and  Evaluation  for  37.43;  Part  36, 
Medical  Use  of  X-rays  and  Gamma-Rays  of  up  to  10  MeV  (issued  Subpart  H, 
September  15, 1976),  Appendix  A(f|; 

62b.ll(f). 

National  Fire  Protection  Association 
470  Atlantic  Avenue,  Boston,  Mass.  02110 

NFPA  No.  101, 1976,  Life  Safety  Code..,,,,. . . . .  Part  36,  Subpart  H, 

Appendix  A(c), 

51c.603(a)(7)(iii)(B): 

52b.ll(c); 

62b.ll(d). 

NFPA  No.  70, 1981,  National  Electric  Code .  Part  36,  Subpart  H, 

Appendix  A(e), 
62b.ll(e). 

NFPA  Bulletin  No.  56P,  Standard  for  Non-Flammable  Medical  Gas  52b.ll(b)(3). 

Systems,  1977. 

United  States  PhUIo  Healii  Service 


Or.  Charles  T.  HaH,  Bureau  of  Labocatociae,  Laberatery  TraiaiBg  and 
Ooneulletioa  Dhrieton,  VD  TMBtng  Brandi,  Bnildiag  S,  Room  B-46, 

Canter  for  Disease  Contrek  1600  Clifton  Read  ASanta,  Ga. 

96833 

‘'Manual  of  Tests  for  Syphilis,  1969"  USPHS  Poblicatien . .  74.22(c).  No.  411, 

January,  1969 

Dqrartment  of  TianspottaSoo,  National  Midway  Traffic  Safely  Adbnfanstratlon 
(Also  available  from  the  Superintendent  of  Documents,  U.S.  Govern¬ 
ment  Printing  Office,  Washington,  D.C.  20402.) 

Basic  Training  Course/Emergency  Medical  Technician  (2nd  Edition) 

Course  Guide  1977  (DOT  Pub.  No.  HS  802534  through  536). 


Extension  granted  to  Nov.  1, 1980 

Course  Guide,  National  Training  Course,  Emergency  Medical  Techni¬ 
cian-Paramedic  1977,  (DOT  Pub.  No.  HS  802437  through  452). 

Extension  granted  to  Nov.  1, 1980 

Appendix  A,  “National  Training  Coiuse  Guide  for  Emergency  Medical 
Technicians — Paramedic". 

Extension  granted  to  Nov.  1, 1980 

42  CFR  CHAPTER  IV  (PART  400  TO  END)— HEALTH  CARE  FINANCING 

ADMINISTRATION,  DEPARTMENT  OF  HEALTH  AND  HUMAN  SERVICES 

CFR  Citation 

American  Hospital  Association  • 

(The  following  document  is  available  from:  Health  Care  Financing 
Administration,  Office  of  Management  and  Budget  Division  of  Com¬ 
munication  Services,  Printing  and  Publishing  Branch,  Gwynn  Oak 
Building.  Baltimore,  Md.  21235) 


S6a.l02 — deBnition 
of  “appropriate 
training  and 
experience"  (3)(i); 
57J2106(b)(l). 

56a.l02 — dehnition 
of  "appropriate 
training  and 
experience"  (3)(ii). 

67.2106(b)(2). 
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Chart  of  Accounts  for  Hospitals,  1973  Edition . .  405.41S(b)(7)(i). 

Extension  granted  to  Nov.  1. 1980 

American  Lung  Assodatioa  (Formerly  National  Tuberculosis  Association) 


1740  Broadway,  New  Yoric,  N.Y.  10019 

Diagnostic  Standards  and  ClassiBcation  of  Tuberculosis,  1974  Edition ..  405.1039(b)(2). 
American  National  Standards  Institute  (ANSI) 

1430  Broadway  Street,  New  Yoric,  N.Y.  10018 

ANSI  Standard  No.  A117.1  (1971)  ^ecification  for  Making  Buildings  405.1134(o);  442.330 
and  Facilities  Accessible  by  the  Physically  Handicapped.  (a)(2)  and  (b). 

American  Psydiiatric  Association 
1700  18th  Street  NW.,  Washington,  D.C.  20009 
Diagnostic  and  Statistical  Manual  of  Mental  Disorders,  3rd  Edition  405.243(b); 

1980.  405.1037(a)(12). 

National  Fire  Protection  Association  (NFPA) 

470  Atlantic  Ave.,  Boston,  Mass.  02210 

NFPA  Standard  No.  101,  Life  Safety  Code,  1976 . . .  442.322;  405.1022(b); 

405.1134(a); 

442.321(a); 

442.507(a). 

NFPA  Standard  Na  56A,  Section  252;  Inhalation  Anesthetics,  1973 ........  405.1022(b)(3). 

NFPA  Standard  No.  56B  Respiratory  Therapy,  1976 . — . — ..  405.1022(b)(4); 


405.1134(a]. 

NFPA  Standard  No.  56F,  Nonflammable  Medical  Gas  Systems,  1977 ......  405.1022(b)(4); 

405.1134(a). 

NFPA  Standard  No.  220,  Standard  on  Type  of  Building  Construction,  442.323(b)(1);  442.509. 
1979  Edition. 

National  Academy  of  Sciences 

Academy  Press,  2101  Constitution  Avenue  NW.,  Washington,  D.C. 

20418 

Recommended  Dietary  Allowances,  Current  Edition  (9th,  1980) ..............  405.1025(c)(2); 

442.332(a)(1): 

442.466(c). 

Health  Care  Financing  Administration 
Office  of  Management  and  Budget  Division  of  Communication  Serv¬ 
ices.  Printing  and  Publication  ^anch,  Gwynn  Oak  Building,  Balti¬ 


more,  Md.  21235  (HCFA  Publication) 

Part  7-71-00  of  the  Medical  Assistance  Manual . - _ _  433.110;  433.111; 

433.112(b)(2). 

Long  Term  Care  Manual . . . .  442.323(a)(2). 


45  CFR  CHAPTER  Xm  (PARTS  1300-1399)— OFnCE  OF  HUMAN  DEVELOPMENT 
SERVICES,  IKPARTMENT  OF  HEALTH  AND  HUMAN  SERVICES 

CFR  Citation 

National  Fire  Protection  Association 
470  Atlantic  Avenue,  Boston,  Mass.  02210 

Life  Safety  Code,  NFPA  No.  101, 1978  ed . .  1321.123(b); 

132a3^b). 

(Copies  are  available  for  inspection  at  Administration  on  Aging,  Public  Inquiries  Room  4146, 
330  Independence  Ave,  S.W.,  Washington,  DC  20201.) 

46  CFR  SUBCHAPTER  D— U.S.  COAST  GUARD,  DEPARTMENT  OF 
TRANSPORTATION 

American  Bureau  of  Shipping  (ABS) 

65  Broadway.  New  York,  N.Y.  10006 
Rules  for  Building  and  Classing  Steel  Vessels  1980 . . 

American  Society  for  Testing  and  Materials  (ASTM) 

1916  Race  St,  Philadelphia,  PA  19103 
D-93,  Test  for  Flash  Point  by  Pennsky-Martens  Closed  Tester,  1979 
Extension  granted  to  Nov.  1. 1980 

D-323,  Test  for  Vapor  Pressure  of  Petroleum  Products,  1979....-—... 


CFR  Citation 

31.10-1:  32.60-1: 
32.65-3;  32.6&-4a 

35.25-10. 


...  3aiO-22:  3ai0-59. 
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Inter-Govemmental  Maritime  Consultative  Organization  (IMCO) 

IMCO  Sales,  New  York  Nautical  Instrument  and  Service  Corp.,  140 
West  Broadway,  New  York,  N.Y.  10013 

A.264  (VllI),  Bulk  Grain  Cargoes,  1966  .  31.10-33. 

Extenstion  granted  to  Nov.  1, 1080 
National  Fire  Protection  Association  (NFPA) 

470  Atlantic  Ave.,  Boston,  Mass.  02210 

306,  Control  of  Gas  Hazards  on  Vessels  to  be  repaired,  1975 . . .  35.01-1. 

Coast  Guard 

G-MMT/12.  2100  2nd  St.  SW.,  Washington,  D.C.  20593 
160.14,  “Compass  and  mounting,  dated  December  14, 1944”  (Specifica-  33.15-10. 
tion  for  Compasses,  Magnetic,  Liquid-filled,  Mariners,  Compensating 
for  Life  boats  (with  mounting]  for  Merchant  Vessels),  1944. 

Naval  Publications  and  Forms  Center 
Customer  Service — Code  1052,  5801  Tabor  Avenue,  Philadelphia,  PA 
19120 

Federal  Specification  ZZ-H-Ul,  Hoee,  fire,  Woven-Jacketed  Rubber  or  S4.10-10. 
Cambric-Lined,  with  Couplings,  E. 

Extension  granted  to  Nov.  1, 1980 

46  CFR  SUBCHAPTER  F— U.S.  COAST  GUARD,  DEPARTMENT  OF 
TRANSPORTATION 


CFR  Citation 


American  Boat  and  Yacht  Council  (ABYC) 

16  East  26th  St.,  New  Yoric,  N.Y.  10017 
P-1,  Recommended  Practice  and  Standards  Covering  Safe  Installation 
of  Exhaust  systems  for  Propulsion  and  Auxiliary  Machinery,  1971. 
Extension  granted  to  Nov.  1, 1980 
American  Bureau  of  Shipping  (ABS) 

65  Broadway,  New  York,  N.Y.  10006 

Rules  for  Building  and  Classing  Steel  Vessels,  1980 . 

American  National  Standards  Institute  (ANSI) 

1430  Broadway,  New  York,  N.Y.  10018 
Extension  granted  to  Nov.  1,  1980  for  all  the  following  ANSI 
standards. 

Bl.l,  Unified  Inch  Screw  Threads,  1974 . 

B2.1,  Pipe  Threads,  1968 . 

B2.2,  D^  Seal  Pipe  Threads,  1968 . 

B16.1,  C.l.  Flanges  and  Fittings,  1975 . 


B16.3,  M.I.  Threaded  Fittings,  150  and  300  Lb,  1977 . 
B16.4,  C.I.  Threaded  Fittings,  125  and  250  Lb,  1977 .. 
BlO.5,  Steel  Pipe  Flanges  and  Pipe  Fittings,  1977 . 


BlO.9,  Steel  Butt  Welding  fitting,  1978 . . . 

B16.10,  Dimensions  of  Ferrous  Valves,  1973 . . . 

B16.11,  Steel  S.  W.  and  Threaded  Fittings,  1973 . . 

B16.14,  Ferous  Threaded  Plugs  Bushings,  and  Locknuts,  1977 . 

B16.15,  Cast  Bronze  Threaded  Fittings,  1978 . . . ' 

B16.18,  Cast  Brass  Solder-Joints,  1978 . . 

B16.20,  Ring  Joint  Gaskets,  Steel  Flanges,  1973 . 

B16.21,  Non-metallic  Gaskets  for  Flanges,  1978 . 

B16.22,  Wrought  Copper  and  Bronze  Solder  Joint  Fittings,  1973 . 

Bie.23,  Cast  Bronze  ^Ider-Joint  Drainage,  1976 . 

B16.24,  Brass  or  Bronze  Flanges  and  Fittings,  1979 . 

B16.25,  Butt-welded  Ends-Pipe,  Valves,  Flanges  and  Fitting,  1979 . 

B16.28,  Wrought  Steel  Butt-welded  Short-radius  Elbows  and  Returns, 
1978. 

B16.29,  Wrought  Copper  and  Wrought  Copper  Alloy-Solder  Joint 
Drainage  and  Fittings,  1973. 

B18.2,  Square  and  Hexagon  Bolts  and  Nuts,  1972 . 

B31.1,  Power  Piping,  1977,  with  1979  Addendum . 

B31.5,  Refrigeration  Piping,  1974 . 

B3e.l0,  Stainless  Steel  Pipe,  1979 . 


58.01-5;  58.20-5. 


56.60-1. 

56.60- 1. 

56.80-1. 

56.60- 1;  56.60-10; 

56.60- 15. 

56.60- 1. 

56.60-1. 

56.20-1;  56.30-10; 

56.60- 1;  56.60-15. 
56.60-1. 

56.60-1. 

56.30-5;  56.60-1. 

56.60- 1. 

66.60- 1. 

56.60-1. 

56.60-1. 

56.60-1. 

56.60- 1. 

66.60- 1. 

56.60-1. 

56.60-1. 

56.60-1. 


56.25-20;  56.60-1. 

Part  56. 

58.20-5;  58.20-20. 
66.07-5;  56.30-20;  56- 
60-1. 
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B36.19,  Stainless  Steel  Pipe,  1976  .  56.07-5. 

B93.5,  Recommended  Practice  for  the  Use  of  Fire  Resistant  Fluids  for  56.30-1. 
Fluid  Power  Systems,  1973. 

Z21.22,  Temperature-Pressure  Relief  Valves,  1974 .  63.10-30. 

American  Petroleum  Institute  (API) 

Production  Department,  300  Corrigan  Tower  Bldg.;  Dallas,  Tex.  75201 

"Requirements  for  Piping”,  1978 .  56.01-1. 

Extension  granted  to  Nov.  1, 1980. 

American  Society  of  Mechanical  Engineers  (ASME) 


United  Engineering  Center,  345  East  47th  St.,  New  York,  N.Y.  10017 

Boiler  and  Pressure  Vessel  Code,  Section  I,  Power  Boilers,  1979,  with  Part  52;  56.95-10; 
addenda  through  Summer  1980.  58.30-15;  59.10-5. 

Extension  granted  to  Nov.  1, 1980. 

Section  IB,  Division  I,  Nuclear  Power  Plant  Components.  1977,  with  Part  52;  56.95-10; 
addenda  through  Summer  1980.  56.30-15;  59.10-5. 

Extension  granted  to  Nov.  1, 1980. 

Section  IV,  Section  VII,  Section  VIII,  Division  I,  Heating  Boilers,  Care  Part  53;  59.01-3;  Part 
of  Power  Boilers  Pressure  Vessels,  1977,  with  addenda  through  54;  56.01-6;  56.30- 
Summerl980.  10;  56.30-30;  56.60- 

1;  56.95-10;  58.30- 
15;  59.10-5;  64.5; 
64.7;  64.11;  64.21; 
64.25;  64.31;  64.61. 

Extension  granted  to  Nov.  1, 1980. 

Section  IX,  Welding  and  Brazing  Qualifications,  1977,  with  addenda  Part  57;  56.70-5; 
through  Summer  1980.  56.70-20;  56.75-20; 

56.85-10;  59.10-5. 

Extension  granted  to  Nov.  1, 1980. 

American  Society  for  Testing  and  Materials  (ASTM) 

1916  Race  Street,  Philadelphia,  Pa.  19103 

A20,  General  Requirements  for  Steel  Plates  for  Pressure  Vessels,  1978 ..  54.25-10. 


A36,  Structural  Steel,  1977a .  56.30-10. 

A47,  Malleable  Iron  Castings,  1977  .  56.60-1. 


A53,  Pipe,  Steel,  Black  and  Hot-Dipped  Zinc-Coated,  Welded  and  56.01-6;  56.10-1. 
Seamless,  1979. 

A106,  Seamless  Carbon  Steel  Pipe  for  High  Temperature  Service,  56.60-1. 

1979b. 


A126,  Gray  Iron  Castings  for  Valves,  Flanges  and  Pipe  Fittings,  1973 .  56.60-1. 

A134,  Electric  Fusion  (Arc)-Welded  Steel  Plate  Pipe  (sizes  16  in.  and  56.60-1. 
over),  1974. 

A135.  Electric-Resistance-Welded  Steel  Pipe,  1979  .  56.60-1. 

A139,  Electric  Fusion  (Arc)-Welded  Steel  Pipe  (sizes  4  in.  and  over),  56.60-1 
1974. 

A178.  Electric-Resistance  Welded  Carbon  Steel  Boiler  Tubes,  1979b .  56.60-1. 


A179,  Seamless  Cold-Drawn  Low  Carbon  Steel  Heat  Exchanger  and  56.60-1. 
Condenser  Tubes,  1979. 

A193,  Alloy  Steel  and  Stainless  Steel  Bolting  Materials  for  High  Tern-  58.30-15. 
perature  Service,  1979a. 


A197,  Cupola  Malleable  Iron,  1978  .  56.60-1 

A199,  Seamless  Cold  Drawn  Intermediate  Alloy  Steel  Heat  Exchanger  56.60-1. 
and  Condenser  Tubes,  1979a. 

A203,  Pressure  Vessel  Plates,  Alloy  Steel,  Nickel,  1979 .  54.05-20. 


A210,  Seamless  Medium  Carbon  Steel  Boiler  &  Super  Heater  Tubes,  56.60-1. 
1979a. 

A213,  Seamless  Ferritic  and  Austenitic  Alloy  Steel  Boiler,  Superheater  56.60-1. 
&  Heat  Exchanger  Tubes,  1979b. 

A214,  Electric-Resistance-Welded  Carbon  Steel  Heat  Exchanger  and  56.60-1. 
Condenser  Tubes,  1979. 

A226,  Electric-Resistance-Welded  Carbon  Steel  Boiler  and  Super-  56.60-1. 

heater  Tubes  for  High-Pressure  Service,  1979. 

A234,  Piping  Fittings  of  Wrought  Carbon  Steel  and  Alloy  Steel  for  56.60-1. 

Moderate  and  Elevated  Temperatures,  1979a. 

A249,  Welded  Austenitic  Steel  Boiler,  Superheater,  Heat  Exchanger,  56.60-1. 
and  Condenser  Tubes,  1979b. 

A268,  Seamless  and  Welded  Ferritic  Stainless  Steel  Tubing  for  Gener-  56.60-1. 
al  Service,  1979a. 
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A276,  Stainless  and  Heatresisting  Steel  Bars  and  Shapes, 1978  .  56.60-2. 

A307,  Carbon  Steel  Externally  Internally  Standard  Fasteners,  1978 . -  56.25-20. 

A312,  Seamless  and  Welded  Austenitic  Stainless  Steel  Pipe,  1979a .  56.60-1. 


A333.  Seamless  and  Welded  Steel  Pipe  for  Low  Temperature  Service,  56.60-1. 

1979. 

A334,  Seamless  and  Welded  Carbon  and  Alloy  Steel  Tubes  for  Low  56.60-1. 

Tempera  tiu^  Service,  1979. 

A335,  Seamless  Ferritic  Alloy  Steel  Pipe  for  High  Temperature  Service,  56.60-1. 

1979a. 

A358,  Electric  Fusion-Welded  Austenitic  Chromium  Nickel  Alloy  Steel  56.60-1. 

Pipe  for  High  Temperature  Service,  1979a. 

A369,  Carbon  and  Ferritic  Alloy  Steel  Forged  and  Bored  Pipe  for  High  56.60-1. 
Temperature  Service,  1979a. 

A370,  Mechanical  Testing  of  Steel  Products,  1977  .  54.25-20. 

A376,  Seamless  Austenitic  Steel  Pipe  for  High  Temperature  Central  56.07-10;  56.60-1. 
Station  Service,  1979b. 

A395,  Ferritic  Ductile  Iron  Pressure-Retaining  Castings  for  Use  at  56.60-1. 

Elevated  Temperatures.  1977. 

A403,  Wrought  Austenitic  Stainless  Steel  Piping  Fittings,  1979 . . .  56.60-1. 

A420,  Piping  Fittings  of  Wrought  Carbon  Steel  and  Alloy  Steel  for  Low  56.60-1. 
Temperature  Service,  1979. 

A430,  Austenitic  Steel,  Forged  and  Bored  Pipe  for  High  Temperature  56.60-1. 

Service,  1979. 

A520,  Supplementary  Requirements  for  Seamless  and  Electric-Resist-  56.60-1. 
ance-Welded  Carbon  Steel  Tubular  Products  for  High  Temperature 
Service  Conforming  to  ISO  Recommendations  for  Boiler  Construc¬ 


tion,  1972. 

A575,  Merchant  Quality  Hot  Rolled  Carbon  Steel  Bars,  1973 .  56.60-2. 

AS76,  Steel  Bars,  Carbon,  Hot  Rolled,  Special  Quality,  1974  .  56.60-2. 

B16M,  Free-cutting  Brass  Rod,  Bar,  and  Shapes  for  Use  in  Screw  56.60-2. 
Machines  (Metric),  1980. 

B21,  Naval  Brass  Rod,  Bar,  and  Shapes,  1980 . .  56.60-2. 

B26,  Aluminum-Alloy  Sand  Castings,  1978 . . . .  56.60-2. 

B42,  Seamless  Copper  Pipe,  Standards  Sizes,  1980 . .  56.60-1. 

B43,  Seamless  Red  Brass  Pipe,  Standards  Sizes,  1980 . .  56.60-1. 

B68,  Seamless  Copper  Tube,  Bright  Annealled,  1980 .  56.60-1. 

B75.  Seamless  Cooper  Tube,  1980 . . . .  58.60-1. 

B85,  Aluminum  Alloy  Die  Castings,  1976  .  56.60-2. 

BBS,  Seamless  Copper  Water  Tube,  1980  .  56.60-1. 


B96,  Copper  Silicon  Alloy  Plate  and  Sheet  for  Pressure  Vessels,  1980  .  56.60-2. 

B97,  Copper  Silicon  Alloy  Plate,  Sheet.  Strip  and  Rolled  Bar  for  58.50-5. 
General  Purposes,  1980. 

Bill,  Copper  and  Copper  Alloy  Seamless  Condenser  Tube  and  Ferrule  56.60-1. 
Stock.  1980. 

B122,  Copper-Nickel-Tin  Alloy,  Copper-Nickel-Zinc  Alloy  (Nickel  58.50-5. 
Silver]  &  Copper-Nickel  Alloy  Plate,  Sheet  Strip  and  Rolled  Bar,  1980. 


B124,  Copper  and  Copper  Alloy  Forging  Rod,  Bar  and  Shapes,  1980  .  56.60-1. 

B127,  Ni^el  Copper  Alloy  (UNS  No  4400)  Plate,  Sheet  and  Strip,  1974 ...  58.50-5:  58.50-10. 

B152,  Copper  Sheet,  Strip,  Plate,  and  Rolled  Bar,  1979 .  58.50-5. 

B154,  Mercurous  Nitrate  Test  for  Copper  and  Copper  Alloys,  1980  .  56.60-1. 

Bl61,  Nickel  Seamless  Pipe  and  Tube,  1975  .  56.60-1. 

Extension  granted  to  Nov.  1, 1980. 

B167,  Nickel-Chromium-Iron  Alloy  (UNS  No  6600)  Seamless  Pipe  and  56.60-1. 

Tube.  1975. 

B171,  Copper-Alloy  Condenser  Tube  Plates,  1980 .  56.60-2 

B209,  Aluminum  Alloy  Sheet  and  Plate,  1978 .  58.50-5;  58.50-10. 

B210,  Aluminum  Alloy  Drawn  Seamless  Tubes,  1978  .  56.60-1. 


B234,  Aluminum  Alloy  Drawn  Seamless  Tubes  for  Condensers  and  56.60-1. 
Heat  Exchangers,  1977. 

B241,  Aluminum  Alloy  Seamless  Pipe  and  Seamless  Extruded  Tube,  56.60-1. 
1976. 

B280,  Seamless  Copper  Tube  for  Air  Conditioning  and  Refrigeration  56.60-1. 
Field  Service,  1980. 

B283,  Copper  and  Copper  Alloy  Die  Forging  (Hot-pressed),  1980. 


56.60-2. 
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B315,  Seamless  Copper  Alloy  Pipe  and  Tube,  1980 .  56.60-1. 

B361,  Factory  Made  Wrought  Aluminum  and  Aluminum  Alloy  Welding  56.60-1. 

Fittings.  1976. 

D92-57,  Test  for  Flash  and  Fire  Points  by  Cleveland  Open  Cup,  1978 .  58.30-10. 

D93,  Test  for  Flash  Point  by  Pensky-Martens  Closed  Tester,  1977 .  58.01-10;  58.01-15. 

Extension  granted  to  Nov.  1, 1980. 

D323,  Test  for  Vapor  Pressure  of  Petroleum  Products  [Reid  Method],  58.16-5. 

1979. 

D396,  Fuel  Oils,  1979 .  63.05-75;  65.10-75. 

D635,  Test  Rate  of  Burning  and/or  Extent  and  Time  of  Buiming  of  Self-  56.60-25. 

Supporting  Plastics  in  a  Horizontal  Position,  1977. 

D1785,  Poly  (Vinyl  Chloride]  [PVC]  Plastic  Pipe  Schedules  40,  80,  and  56.60-25. 

120, 1976. 

D2241,  Poly  (Vinyl  Chloride]  (PVC]  Plastic  Pipe  (SDR-PR],  1978  .  56.60-25. 


D2464,  Threaded  Poly  (Vinyl  Chloride]  (PVC]  Plastic  Pipe  Fittings,  56.60-25. 

Schedule  80, 1976. 

D2466,  Socket-type  Poly  (Vinyl  Chloride]  (PVC]  Plastic  Pipe  Fittings,  56.60-25. 

Schedule  40, 1978. 

D2467,  Socket-type  Poly  (Vinyl  Chloride]  (PVC]  Plastic  Pipe  Fittings,  56.60-25. 

Schedule  80, 1976a. 

E23,  Notched  Bar  Impact  Testing  of  Metallic  Materials,  1972  Reap-  54.05-5;  56.50-105. 
proved  1978. 

E208,  Conducting  Drop-Weight  Test  to  Determine  Nil-Ductility  Transi-  54.05-5. 

tion  Temperature  of  Ferritic  Steels,  1969  Reapproved  1975. 

Compressed  Gas  Association  (GCA) 

500  Fifth  Avenue,  New  York,  N.Y.  10036 

S-1.2,  Safety  Relief  Device  Standards — Cargo  and  Portable  Tanks  for  54.15-25. 
Compressed  Gases,  1966. 

Extension  granted  to  Nov.  1, 1980. 

S-1.2.5.2,  Flow  Test  of  Safety  Relief  Valves,  1966 .  54.15-10. 

Extension  granted  to  Nov.  1, 1980. 

Fluid  Controls  Institute,  Inc. 

Plaza  222,  U.S.  Highway  One,  Tequesta,  Fla.  33458. 

69-1,  Pressure  Rating  Standard  for  Steam  Traps .  56.60-1. 

Extension  granted  to  Nov.  1, 1980. 

Manufacturers  Standardization  Society  (MSS) 

1815  North  Fort  Myer  Drive,  Room  913,  Arlington,  Va.  22209 
Extensions  granted  to  Nov.  1,  1980  for  all  the  following  MSS 
standards. 


SP-6.  Finishes  on  Flanges,  Valves  and  Fittings,  1974 .  56.25-10;  56.60-1. 

SP-9,  Spot-facing  for  Bronze,  Iron  and  Steel  Flanges,  1977 .  56.60-1. 

SP-25,  Standard  Marking  System  for  Valves,  Fittings,  Flanges  and  54.01-25;  56.15-1; 

Unions,  1978.  56.20-5, 

SP-42,  Class  150 — Corrosion  Resistant  Gate  Globe,  Angle  and  Check  56.60-1. 

Valves  with  Flanged  and  Butt-Welded  Ends,  1978. 

SP-44.  Steel  Pipe  Line  Flanges,  1975 .  56.60-1. 

SP-45,  By-pass  and  Drain  Connection,  1976 .  56.20-20;  56.60-1. 


SP-51,  Standard  150  lb  Corrosion  Resistant  Cast  Flanges  and  Fittings,  56.60-1, 
1978, 

SP-53,  Quality  Standard  for  Steel  Castings  for  Valves,  Flanges  and  56.60-1. 
Fittings  and  other  Piping  Components  (Dry,  Powder  Magnetic  Parti¬ 
cle  Inspection  Method.],  1971. 

SP-55,  Quality  Standard  for  Steel  Castings  for  Valves,  Flanges  and  56.60-1. 
Fittings  and  other  Piping  Components  (Visual  Method],  1971  reaf¬ 


firmed  1975. 

SP-58,  Pipe  Hangers  and  Supports,  1975  .  56.60-1. 

SP-61,  Pressure  Testing  of  Steel  Valves,  1961 .  56.60-1. 

SP-67,  Butterfly  Valves,  1976 .  56.60-1. 

SP-69,  Pipe  Hangers  and  Supports-Selection  and  Application,  1976 .  56.60-1. 


SP-72,  Ball  Valves  with  Flanged  or  Butt-Welded  Ends  for  General  56.60-1. 
Service,  1970. 

SP-73,  Silver  Brazing  Joints  for  Wrought  and  Cast  Solder  Joint  Fittings,  56.60-1. 
1978. 

Military  Specification 

Naval  Publications  and  Forms  Center  Customer  Service,  Code  1052, 

5801  Tabor  Avenue,  Philadelphia,  Pa.  19120 
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MIL-S-901,  Shock  Tests,  HI,  (High  Impact);  Shipboard  Machinery  C58.30-1. 
Equipment  and  Systems,  Requirements  for. 

Extension  granted  to  Nov.  1, 1980. 

National  Fire  Protection  Association  (NFPA) 

470  Atlantic  Avenue,  Boston,  Mass.  02210 

To,  National  Electical  Code,  1980  .  63.05-85;  63.10-85. 

302,  Part  1.  Sect.  23,  Fire  Protection  for  Motor  Craft,  Pleasure  and  58.10-5. 
Commercial,  1972. 

Society  of  Automotive  ^gineers  (SAE) 

Two  Pennsylvania  Plaza;  New  York,  N.Y.  10001 
J429,  Mechanical  and  Quality  Requirements  for  Externally  Threaded  58.30-15. 


Fasteners,  1977, 

Extension  granted  to  Nov.  1, 1980. 

Tubular  Exchanger  Manufacturers  Association  (TEMA) 

707  Westchester  Avenue,  White  Plains,  N.Y.  10604. 

Heat  Exchangers,  Class  “B,”  “C,"  or  "R”,  1968  Rev.  1970 . . .  54.01-2. 

Extension  granted  to  Nov.  1, 1980. 

Underwriters  Laboratories  (UL) 

333  PHngsten  Road,  Northbrook.  Ill.  60062 

UL174,  Household  Electric  Storage  Tank  Water  Heaters,  1979 .  63.15-5;  63.15-35. 

UL296,  Standard  for  Oil  Burners,  1975 . .  63.05-70;  63.05-85; 

63.10-70;  63.10-85. 

Extension  granted  to  Nov.  1, 1980. 

UL343,  Standard  for  Pumps  for  Oil  Burning  Appliances.  1976 .  63.05-55;  63.10-65. 

UL506,  Standards  for  Specialty  Transformers,  1977  with  revisions  63.05-55;  63.10-55. 
through  1978. 

UL814,  Standard  for  Gas  Tube  Sign  and  Ignition  Cable,  1978  .  63.05-55;  63.10-55. 

Extension  granted  to  Nov.  1, 1980. 

UL1102,  Non-Integral,  Marine  Fuel  Tanks,  1980  .  58.50-15. 


46  CFR  SUBCHAPTER  H— U.S.  COAST  GUARD.  DEPARTMENT  OF 
TRANSPORTATION 

CFR  Citation 

American  Bureau  of  Shipping  (ABS) 

65  Broadway,  New  York,  N.Y.  10006 

Rules  for  Building  and  Classing  Steel  Vessels,  1980 . «... . ; .  70.35-1;  71.15-1; 

72.01-20;  72.01-15. 

.American  Society  for  Testing  and  Materiab  (ASTM) 

1916  Race  St.,  Philadelphia,  Pa.  19103 

093,  Test  for  Flash  Point  by  Pennsky-Martens  Closed  Tester,  1973 . .  78.17-75. 

Extension  granted  to  Nov.  1, 1980. 

Coast  Guard 

G-MMT/12.  2100  2nd  St.  SW.,  Washington,  D.C.  20593 
160.014,  “Compass  and  mounting,  dated  December  14, 1944”  (Specifica-  75.20-15. 
tion  for  Compasses,  Magnetic,  Liquid-BUed,  Mariners,  Compensating 
for  Life  boats  (with  mounting)  for  Merchant  Vessels.),  1944. 

Federal  SpeciBcation 

Naval  Publications  Forms  Center,  Customer  Service,  Code  1052,  5801 
Tabor  Avenue,  Philadelphia,  Pa.  19120 

ZZ-H-451,  Hose,  Fire,  Woven-Jacketed  Rubber  or  Cambric-Lined,  with  76.10-10. 

Couplings,  E. 

Extension  granted  to  Nov.  1, 1980. 

Inter-Governmental  Maritime  Consultative  Organization  (IMCO)  IMCO  Sales 
New  York  Nautical  Instrument  and  Services  Corp.,  140  West  Broad¬ 
way,  New  York,  N.Y.  10013 

A/ES  III,  Res.  108  Annexes  I  thru  IV  dated  Nov.  30, 1966,  Amendments  80.20 
to  Chapter  II  of  the  International  Convention  for  Safety  of  Life  at 
Sea,  19M.  (Adopted  as  part  of  International  Convention  for  Safety  of 
Life  at  Sea,  1960.)  (Adopted  as  part  of  International  Convention  for 
the  Safety  of  Life  at  Sea,  1974). 

National  Fire  Protection  Association  (NFPA) 

470  Atlantic  Ave.,  Boston,  Mass.  02210 
306,  Control  of  Gas  Hazards  on  Vessels  to  be  Repaired,  1980 
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71.60-1. 
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Code  for  Flammable  Anesthetics  (Replaced  by  NFPA  56A,  Inhalation  72.05-10. 

Anesthetics,  1973). 

Underwriters  Laboratories  (UL) 

33  Pfingstan  Rd.,  Northbrook,  Ill.  60062 

UL-19,  Woven-Jacketed,  Rubber  Lined  Fire  Hose,  1978  .  76.10-10. 

Extension  granted  to  Nov.  1, 1980. 

46  CFR  SUBCHAPTER  I— U.S.  COAST  GUARD,  DEPARTMENT  OF  TRANSPORTATION 

CFR  Citation 

American  Bureau  of  Shipping  (ABS) 

65  Broadway,  New  York,  N.Y.  10006 

Rules  for  Building  and  Classing  Steel  Vessels,  1980 .  90.35-1;  91.15-1; 

92.01-10. 

American  Society  for  Testing  and  Materials  (ASTM) 

1916  Race  St.,  Philadelphia,  Pa.  19103 

D93,  Test  for  Flash  Point  by  Pennsky-Martens  Closed  Tester,  1973 .  97.15-55. 

Extension  granted  to  Nov.  1, 1980. 

D-323,  Method  of  Test  for  Vapor  Pressure  of  Petroleum  Products  (Reid  105.10-15. 

Method),  1979. 

Coast  Guard 

G-MMT/12,  2100  2d  St.  SW.,  Washington,  D.C.  20593 
160.014,  “Compass  and  Mounting,  dated  December  14,  1944"  (Specifi-  94.20-15. 
cation  for  Compasses,  Magnetic,  Liquid-filled,  Mariners,  Compensat¬ 
ing  for  Life  boats  (with  mounting)  for  Merchant  Vessels.),  1944. 

Federal  Specification 

Naval  Publications  Forms  Center,  Customer  Service.  Code  1052,  5801 
Tabor  Avenue,  Philadelphia,  Pa.  19120 

ZZ-H-451,  Fire,  Woven-Jacketed,  Rubber  or  Cambric-Lined,  with  Cou-  95.10-10. 
plings,  E. 

Extension  granted  to  Nov.  1, 1980. 

Inter-Govemmental  Maritime  Consultative  Organization  (IMCO) 

IMCO  Sales,  New  York  Nautical  Instrument  and  Service  Corp.,  140 


West  Broadway,  New  York,  N.Y.  10013 

A.264  (VIII),  Bulk  Grain  Cargoes,  1966  .  93.20-5. 

Extension  granted  to  Nov.  1, 1980. 

National  Fire  Protection  Association  (NFPA) 

470  Atlantic  Ave.,  Boston,  Mass.  02210 

306,  Control  of  Gas  Hazards  on  Vessels  to  be  Repaired,  1980 . . .  91.50-1. 

Underwriters  Laboratories  (UL)  ^ 

333  Pfingsten  Rd.,  Northbrook,  Ill.  60062 

UL-19,  Woven-Jacketed,  Rubber  Lined  Fire  Hose,  1978  .  95.10-10. 

Extension  granted  to  Nov.  1, 1980. 


46  CFR  SUBCHAPTER  J— U.S.  COAST  GUARD,  DEPARTMENT  OF  TRANSPORTATION 
Extensions  to  Dec.  1,  1980  have  been  granted  for  all  standards 
incorporated  by  reference  in  Subchapter  J  as  follows: 

CFR  Citation 


American  Bureau  of  Shipping  (ABS) 

65  Broadway,  New  York,  N.Y.  10006 

Rules  for  the  Classification  and  Construction  of  Steel  Vessels,  1979 .  110.10-1;  111.05-10; 

111.10-5;  111.10-15; 
111.30-30;  111.35-5. 

American  National  Standards  Institute  (ANSI) 

1430  Broadway,  New  York,  N.Y.  10018 

A17.1,  Safety  Code  for  Elevators  Dumbwaiters,  Escalators  and  Moving  110.10-1;  110.80-35. 
Walles,  1978. 

C42,  DeHnition  of  Electrical  Terms,  1979 .  110.10-1. 

American  Society  for  Testing  and  Materials  (ASTM) 

1916  Race  Street,  Philadelphia,  Pa.  19103 

D323,  Test  for  Vapor  Pressure  of  Petroleum  Products  (Reid  Method),  111.85-5. 

1979. 

Instrument  Society  of  America  (ISA) 

RP12.2,  Recommended  Practice  for  Intrinsically  Safe  and  Non-Incen-  110.10-1;  111.8&-8, 
dive  Electrical  Instruments,  1965. 
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Institute  of  Electrical  and  Electronic  En^neers  E 

345  East  47th  St.,  New  York,  N.Y.  10017  | 

No  45.  Recommended  Practice  for  Electric  Installations  on  Shipboard. 

110.10-1;  111.30-5; 

1977. 

111.30-10;  111.60-1; 

113,10-90;  113.15- 
90;  113.20-90. 

Military  Specifications 

- 

Naval  Publications  Forms  Center,  Customer  Serv.-Code  1052,  5801 

Tabor  Avenue,  Philadelphia,  Pa.  19120  1 

MIL-W-76,  Wire  and  Cable,  Hook-up  Electrical  B  Insulated,  (1960, 

113.05-10.  I 

with  1962  amendment).  1 

MIL-C-915,  Specification.  Cable  and  Cord  Electrical  for  Shipboard 

110.10-1;  111.60-1.  1 

use,  (1972  with  1973  amendment).  1 

Mil-C-2194,  Cable,  Power  Electrical,  Reduced  Diameter  Type,  Naval 

110.10-1;  111.60-1; 

Shipboard,  E. 

111.75-20. 

MIL-W  16878,  Wire.  Electrical,  D  (1961,  with  1967  amendment) . 

113.05-10. 

MILI/-C-23206,  Cable,  Special  Purpose,  Nuclear  Plant . 

110.10-1:  111.60-1, 

National  Electrical  Manufacturers  Association  (NEMA)  1 

2101  L  Street  NW.,  Washington,  D.C. 

Large  Circuit  Breakers . . . 

110.10-1:  111.50-15. 

Molded  Case  Circuit  Breakers . 

110.10-1. 

MG  1,  Motors  and  Generators,  1978  rev,  1979 . 

110.10-1:  111.05-30; 

111.10-30:  111.25- 
10. 

National  Fire  Protection  Association  (NFPA)  I 

470  Atlantic  Ave,  Boston,  Mass.  02210  I 

Code  of  use  of  Flammable  Anesthetics  (Safe  Practice  for  Hospital 

110.10-1;  lll.80-2a  1 

Operating  Rooms)  (Replaced  by  NFPA50A,  Inhalation  Anesthetic 

1 

1978).  1 

70,  National  Electrical  Code,  1978 . 

110.10-1:  111.50-15: 

111.80-5. 

Naval  Ships  System  Command: 

Naval  Publications  Forms  Center,  Customer  Serv.  -  Code  1052,  5801  J 

Tabor  Avenue,  Philadelphia,  Pa.  19120  1 

1  NavShips  250-666-23,  Cable  Comparision  Guide,  1975 . 

110.10-1:  111.60-1.  1 

Underwriters  Laboratories  (UL)  I 

21333  Pfingsten  Road,  Northbrook,  111.  60062  1 

UL  498,  Attachment  Plugs  and  Receptacles,  1974,  with  revs,  thru  1978..., 

110.10-1:  111.75-30.  1 

UL  197,  Commercial  I^ectric  Cooking  Appliance,  1978,  with  revs  thru 

IIO.IO-L  111.80-65,  1 

1979.  1 

UL  496,  Edison-Base  Lampholders,  1975,  with  revs  thru  1978 . 

110.10-1.  1 

UL  104,  Elevator  Kectric  Contacts  and  Elevator  Hoistway  Door  Inter- 

110.10-1;  111.80-35.  I 

1  locks,  1973.  1 

UL  98,  Enclosed  Switches,  1974,  with  revs/supp.  thru  9/78 . 

110.10-1:  111.55-5. 

UL  62.  Flexible  Cord  and  Fixture  Wire,  1978,  with  revs,  thru  1978 . 

110.10-1;  111.60-5.  ' 

UL  698,  Industrial  Control  Equipment  for  use  in  Hazardous  Locations. 

110.10-1:  111.70-20;  ,  ; 

1973,  with  revs,  thru  1978. 

111.80-5.  1 

UL  363,  Knife  Switches,  1976 . . . 

110.10-1:  111.55-5. 

UL  595,  Marine  Type  Electrical  Light  Fixtines,  1974,  with  revs,  thru 

110.10-1:  111.75-20. 

1  1977.  .  1 

UL  514,  Outlet  Boxes,  1974,  with  revs  thru  1978 . 

110.10-1:  111.75-35. 

UL  67,  Panel  Boards,  1974,  with  revs  thru  1978 . 

110.10-1;  111.40-1. 

UL  153,  Portable  Electric  Lamps,  1978 . 

110.10-1. 

UL  20,  Snap  Switches,  1974,  with  revs  thru  1976 . 

110.10-1;  1211.55-5.  , 

UL  486  A,  Wire  Connectors  and  Soldering  Lugs,  1978 . 

110-10-1;  111.60-25: 

111.60-40.  1 
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CFR  Citation 

American  Bureau  of  Shipping  (ABS)  \ 

65  Broadway,  New  York,  N.Y.  10006  1 

Rules  for  Building  and  Classing  Steel  Barges  for  Offshore  Service,  1973. 

151.10-20;  151.15-3:  > 

151.50-20;  151.50- 

42.  ' 
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Extension  granted  to  Nov.  1, 1980. 

Rules  for  Building  and  Classing  Steel  Vessels  for  Service  on  Rivers  and  151.10-20;  151.15-3; 
Intracoastal  Waterways,  1971.  •  151.50-20;  151.50- 

42. 

Extension  granted  to  Nov.  1, 1980. 

Rules  for  Building  and  Classing  Steel  Vessels,  1980 . . .  Part  154. 

American  National  Standards  Institute  (ANSI) 

1430  Broadway,  New  York,  N.Y.  10018  ~ 

Extensions  granted  to  Nov.  1,  1980  for  all  the  following  ANSI 
standards. 


B16.5,  Steel  Pipe  Flanges  and  Pipe  Fittings,  1977 . . .  151.50-35;  153.940. 

Bl6.ll,  Steel  S.  W.  and  Threaded  Fittings,  1973 . .'. .  151.50-10. 

B16.25,  Butt-welded  Ends-Pipe,  Valves,  Flanges,  and  Fittings,  1979 .  151.50-10. 

B16.31,  Non  Ferrous  Pipe  Flanges,  1971 . . .  153.940. 

B31.1,  Power  Piping,  1977,  with  1979  Addendum .  151.20-1;  151.50-10. 

Z87.1,  Practice  for  Occupational  and  Educational  Eye  and  Face  Protec-  154.1400. 
tion,  1979. 

Z89.1,  Safety  Requirements  for  Industrial  Head  Protection.  1969 .  154.1400. 

American  Society  of  Mechanical  Engineers  (ASME) 


United  Engineering  Center,  345  East  47th  St.,  New  York,  N.Y.  10017 
Boiler  and  Pressure  Vessel  Code,  Section  VIII  Pressure  Vessels.  1979  151.03-37. 
with  addenda  thru  Summer  1980. 

Extension  granted  to  Nov.  1, 1980. 

American  Society  for  Testing  and  Materials  (ASTM) 

1916  Race  St.,  Philadelphia,  Pa.  19103 

A-20,  Steel  Plates  for  Pressure  Vessels,  1978 . .  154.610. 

E-84,  Surface  Burning  Characteristics  of  Building  Materials,  Test  for,  151.15-3. 

1979. 

Inter-Governmental  Maritime  Consultative  Organization  (IMCO) 

Imco  Sales,  New  York  Nautical  Instrument  and  Service  Corp.,  140 
West  Broadway,  New  York,  N.Y.  10013 

Res.  A212(Vn),  Code  for  the  Construction  and  Equipment  of  Ships  153.2. 

Carrying  Dangerous  Chemicals  in  Bulk,  1977,  with  8  amdmts. 

Res.  A328(XI],  Code  for  the  Construction  and  Equipment  of  Ships  154.3. 

Carrying  Liquefied  Gases  in  Bulk,  1975. 

International  Convention  on  Safety  of  Life  at  Sea,  1974 .  154.1802. 

Medical  First  Aid  Guide  for  Use  in  Accidents' Involving  Dangerous  153.930;  154.1435; 

Goods.  154.144a 

Underwriters  Laboratories  (UL) 

333  Pfingsten  Rd.,  Northbrook,  Ill.  60062 

783,  Flashlights  and  Lanterns,  Electric,  for  Use  in  Hazardous  Locations,  154.1400. 

Class  1,  Div.  1, 1979. 

Extension  granted  to  Nov.  1, 1980. 

46  CFR  SUBCHAPTER  Q— U.S.  COAST  GUARD,  DEPARTMENT  OF 
TRANSPORTATION 

CFR  Citation 

American  Society  for  Mechanical  Engineers  (ASME) 

United  Engineering  Center;  345  East  47th  Street,  New  York,  N.Y. 

10017 

Boiler  and  Pressure  Vessel  Code.  Section  I: 

par.  HG-402,  Discharge  capacities  of  Safety  and  Safety  Relief  162.012-1;  162.0-13-1. 
Valves,  1979. 

par.  PG-67  to  72,  Design  and  Construction,  and  Tests,  1977-79 . .  162.001-1. 

par.  PG-69  Testing,  1977 . .  162.001-1. 

par.  PG71,  Mounting,  1977 . . . .  162.001-1. 

par.  PG-110,  Stamping  of  Safety  Valves,  1977 . . . . ....  162.001-1. 

par.  UG-131,  Certification  of  Capacity  for  Pressure  Relief  Valves,  162.018-1. 

1977. 

American  Society  for  Testing  and  Materials  (ASTM) 

1916  Race  Street;  Philadelphia,  Pa.  19103 

A27,  SpeciHcation  for  Mild  to  Medium  Strength  Carbon  Steel  Castings  160.032-1. 
for  General  Application,  1977. 

A36,  Specification  for  Structural  Steel,  1977a . . . .  160.035-1 

A216,  Specification  for  Carbon-Steel  Castings  Suitable  for  Fusion  160.032-1. 

Welding  for  High  Temperature  Service,  1977. 
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A525,  Steel  Sheet,  Zinc-coated  (Galvanized)  by  the  Hot  Dip  Process.  160.035-1. 


General  Requirements,  1978. 

B61,  SpeciRcation  for  Steam  or  Valve  Bronze  Castings,  1976 .  162.014-1. 

Extension  granted  to  Nov.  1, 1980. 

B117.  Method  of  Salt  Spray  (fog)  Testing.  1973 .  161.002-1;  161.004-1; 

161.006-1, 

D413,  Rubber  Property — Adhesion  to  Flexible  Substrate,  1976 .  160.055-1. 

D570,  Water  Absorption  of  Plastics,  1977 . .  160.055-1. 

D882,  Tensile  Properties  of  Thin  Plastic  Sheeting,  1975 .  160.055-1. 

D1004,  Initial  Tear  Resistance  of  Plastic  Film  and  Sheeting,  1966 .  160.055-1. 

D1571,  Specification  for  Woven  Asbestos  Cloth:  Aug.  1973, 1977 .  164.009-3. 


D3574.  Flexible  Cellular  Materials — Slab,  Bonded,  and  Molded  Ureth-  164.031-1. 
ane  Foam,  1977. 

E84.  Tentative  Method  of  Fire  Hazard  Classification  for  Building  Mate-  164.012-1. 
rials  (Now  “Surface  Burning  Characteristics  of  Building  Materials”), 


1977a. 

E119,  Fire  Testing  of  Building  Construction  and  Materials,  1979 .  164.007-1;  164.008-1. 

Coast  Guard 

C-MMT/12;  2100  Second  St.  SW,  Washington.  D.C.  20593 

DWG  No.  F-49-6-1,  Life  Preserver,  Kapok,  Adult .  160.002-1. 

DWG  No.  F-49-6-5,  Life  Preserver,  Kapok,  Child .  160.002-1. 


DWG  No.  160.005-1,  Life  Preserver,  Fibrous  Glass  Adult  and  Child  160i)05-l. 
(Jacket  Type). 

Extension  granted  to  Nov.  1, 1980. 

DWG  No.  160.009,  Cork  and  Balsa  wood  ring  Life  Buoy;  Arrangement  160.009-1. 
and  construction  details. 


DWG  No.  160.013-1,  Hatchet  (Lifeboat  and  Life  Raft) .  160.013-1. 

DWG  No.  160.017-l(b),  Ladders,  Embarkation-Debarkation .  160.017-1. 

DWG  No.  160.027-4,  Rectangular  Balsa  Wood  Life  Float  with  Platform,  160.027-1. 
Net  and  Rigging. 

DWG  No.  160.043-l(b),  Jackknife  (with  Can  Opener) .  160.043-1. 

DWG  No.  160.047-1,  Buoyant  Vest,  Kapok  or  Fibrous  Glass,  Adult  and  160.047-1. 
Child. 

DWG  No.  160.048-1,  Buoyant  Cushion,  Fibrous  Glass .  160.048-1. 

DWG  No.  160.049-1,  Buoyant  Cushion  Plastic  Foam .  160.049-1. 

DWG  No.  160.052-1,  Buoyant  Vest,  Unicellular  Plastic  Foam,  Adult  160.052-1. 
and  Child. 

DWG  No.  160-055-lA,  Life  Preservers,  Unicellular  Plastic  Form,  Adult ,  160.055-1. 
DWG  No.  160.055-lB,  Life  Preservers  Unicellular  Foam,  Child .  160.055-1. 


SWG  No.  160.060-1,  Buoyant  Vest,  Unicellular  Polyethylene  Foam,  160.060-1. 
Adult  and  Child. 

DWG  No.  164.013-1,  Pattern,  Trigonal  Slit,  for  Polyethylene  Foam  Slab  164.013-1. 
Material. 

Compressed  Gas  Association  (CGA) 

500  Fifth  Avenue,  New  Yoric,  N.Y.  10036 

S-1.2.5.2,  Flow  Tests  of  Safety  Relief  Valves  (Pamphlet  1.2,  Para.  5.2),  162.018-1. 
1966. 

Extension  granted  to  Nov.  1, 1980. 

Federal  SpedGcations 

Naval  Publications  Forms  Center,  Customer  Service,  Code  1052,  5801 
Tabor  Avenue,  Philadelphia,  Pa.  19120 
Extensions  granted  to  Nov.  1,  1980  for  the  following  Federal 
Specifications: 


C-C-91,  Candle,  Illuminating,  D . .  164.015-1. 

CCC-C-426D,  Cloth.  Cotton  Drill.  D .  160.048-1; 

160.049-1;  160.055-1. 

CCC-C-443E,  Cloth,  Cotton,  Duck,  Plied  Filling  Yams,  Flat,  E .  160.009-1. 

CCC-C-700G,  Cloth,  Coated,  Vinyl,  (Artificial  leather),  G .  160.048-1;  160.049-1; 

160.055-1. 

GG-K-391,  Kits  (Empty),  First  Aid,  Bum  Treatment  and  Snakebite;  and  160.041-1. 

Kit  Contents,  A,  amd.4  4. 

GGG-A-026,  Axes,  C  amd.2 .  160.013-1, 

HH-M-351,  Millboard,  Asbestos;  dated  Nov.  18, 1968  as  amended  Apr.  164.009-3. 

27, 1972.  E. 

L-P-375,  Plastic  Film,  Flexible,  C,  amd.  3 .  160.002-1. 
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L-P-375C,  Plastic  Film,  Flexible . 

L-P-390,  Plastic  Molding  and  Extrusion  and  Copolymers  Material, 
Polyethylene,  C,  amd.3. 

L-P-393,  Plastic  Molding  Material  Polycarbonate,  Injection  and  Extru¬ 
sion,  A,  amd.2. 

L-P-406,  Plastics,  Organic;  General  Specification  (Test  Methods},  B, 
amd.l  1. 

QQ-B-611,  Brass,  Commercial;  Bars,  Plates,  Rods  Shapes,  Sheets  and 
Strip,  A,  amd.4. 

QQ-I-706,  Iron  and  Steel;  Sheet,  Tinned  (Tinplate],  A,  amd.l . 

Q(^W-423,  Wire,  Steel,  Corrosion-resisting,  B . 

RR-C-271,  Chain  and  Attachments,  Welded,  Weldless,  and  Roller 
Chain,  B. 

T-R-505,  Rope,  Manila  and  Sisal,  B,  amd.3 . 

T-^-605B,  Rope,  Manila  and  Sisal,  Int.  amdJF . . . 

TT-E-489,  Enamel,  Alkyd,  Glass . 

TT-P-59,  Paint,  Ready-mixed,  International  Orange,  E,  amd.l . 

TT-W-572,  Wood  Preservative,  Water-repellant,  B,  amd.l . . 

V-T-276,  Thread,  Cotton,  H . . . 

V-T-276H,  Thread,'Cotton,  H . . . 

V-T-285D,  Thread,  Polyester,  D . 

V-T-295D,  Thread,  Nylon,  D . 

W-G-671,  Grease;  Lubricating,  Graphite,  E . . . 

W-B-101,  Batteries  and  Cells;  Dry,  F,  amd.5 . 

WW-C-621,  Couplings;  Hose,  cotton  (rubber-lined)  and  lined  (unlined) 
E,  amd.1. 

Federal  Standards  and  Test  Method  Standards 
Naval  Publications  Forms  Center,  6801  Tabm;  Avenue,  Philadelphia, 
Pa. 19120 

Extensions  granted  to  Nov.  1,  1980  for  all  die  following  Federal 
Standards  and  Test  Method  Standards. 

No.  131,  Metals,  Test  Methods,  B . . . . 

No.  191,  Textiles,  Test  Methods,  A.....,.,. . . . . . . 


No.  406,  Plastics,  Method  of  Testing . 

No.  595,  Colors,  A . . . 

No.  601,  Rubber,  Sampling  and  Testing . . 

No.  751,  Stitches,  Seams,  and  Stitching,  A,  amd.l. 
No.  751  A,  Stitches,  Seams,  and  Stitching . . 


Military  Specifications 

Naval  Publications  Forms  Center,  5801  Tabor  Avenue,  Philadelphia, 
Pa.  19120. 

Extensions  granted  to  Nov.  1,  1980  for  all  the  following  Military 
.  Specifications. 

MIL-B-18,  Batteries,  Dry,  D,  amd.2 . 

MIL-B-2766,  Batt,  Fibrous  Glass,  Lifesaving  Equipment,  B,  amd.l . 

MIL-B-2766B,  Batt,  Fibrous  Glass,  Lifesaving  Equipment,  B . 

MIL-B-16444,  Bronze,  Hydraulic  (ounce  metal):  Castings,  A . 

MlL-C-43006,  Cloth  Laminated,  Vinyl-Nylon  High  Strength,  Flexible,  E. 
MIL-C-43006D,  Cloth  Laminated,  Vinyl-Nylon  High  Strength,  Flexible, 
D. 

MIL-O-83125,  Cartridge  for  Cartridge  Actuated/propellant  Actuated 
Devices,  General  Design  SpeciBcation  for. 

MIL-D-3716,  Dessicants  (Activated]  for  Dynamic  Dehumidification,  A, 
amd.2. 

MIL-D-5531D,  Desalter  Kit,  Sea  water  Mark  Q,  E . . . 


160.005-1;  160.047-1; 

160.048-1, 

161.010-1. 

161.010-1. 

161.001-1. 

161.000-1. 

160.061-1. 

160.061-1. 

160.017-1. 

160.017-1:  160.031-1. 
160.009-1. 

161.001-1:  161.010-1. 
160.035-1. 

160.017-1, 

160.010-1. 

160.001-1;  160.009-1. 
160.001-1:  160.009-1. 
160.001-1:  160.009-1; 

160.050-1. 

161.001-1, 

161.008-1;  161.010-1. 
162.027-1. 


1604)62-1. 

100.002-1;  160.005-1; 
160.000-1;  1604)47- 
1;  160.052-1: 
160.055-1;  160.060- 
1. 

160.035-1:  161.010-1. 
160.050-1:  160.009-1; 

160.055-1. 

164.013-1. 

160.048-1;  160.049-1. 
160.002-1;  160.005-1; 
160.009-1:  160.047- 
1;  160.052-1; 
160.055-1; 
160.060-1. 


161.001-1;  161.010-1. 
160.047-1:  160.048-1. 
160.005-1;  160.040-1. 
162.027-1. 

160.049-1. 

160.055-1. 

160.040-1. 

161.001-1. 

160.058-1. 
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MlL-E-15090,  Enamel, .  equipment,  Light  Gray  (Formula  No.  111).  B, 
amd.2. 

MIL-F-859.  Fuel  Oil  Boiler,  E,  amdJ: . . . 

MIL-I-16923,  Insulating  Compound,  Eletrical  Embedding,  G,  amd.l . 

MlL-L-1204,  Lamp,  Safety,  Flame,  B . . 

MIL-L-2648,  Light,  Marker,  Distress,  Floating  Automatic  Nonmagnetic, 
D,  amd.2. 

MIL-L-7178,  Lacquer,  Cellulose  nitrate,  glass  for  aircraft  use.  A,  amd,l. 
MIL-L-17653A,  Life  Preserver,  Vest,  Work  Type,  Unicellular  Plastic,  B, 
amd.3. 

MIL-L-19496  (ships).  Lifeboat,  CO[  o]  1  Inflatable  Mark  5,  IS-person 
Capacity,  D,  amd.l. 

MlL-1^5505,  Line-throwing  Appliance.  Type  1,  A . 

MIL-M-15617,  Mats,  Fibrous  Glass  for  Reinforcing  Plastics,  A,  amd.l .... 
MIL-P-79,  Plastic  materials.  Laminated  Thermosetting  Rods  and 
Tubes.  C,  amd.2. 

MIL-P-17549,  Plastic  Laminates,  Fibrous  Glass  Reinforced,  Marine 
Structural,  C,  amd.2. 

MlL-P-18066,  Plywood.  Ship  and  Boat  Construction,  B . . 

MlL-P-19644.  Plastic  Foam,  Molded  Polystyrene  (Expaned  Bend  Type), 
C. 

MIL-P-21929,  Plastic  Materials,  Cellular  Polyurethane,  Rigid.  Foam-in- 
Place,  Low  Density,  B,  amd.1. 

MIL-P-40619,  Plastic  Material  Celliilar,  A . . . 

MIL-R-900,  Rubber  Gasket  Material,  45  Durometer  Hardness,  F.............. 

MIL-R-2765,  Rubber  materials.  Synthetic,  Oil  Resistant  (Sheet,  Strip 
and  Molded  Shapes),  G 

MIL-R-7575,  Resin,  Polyester,  Low  Pressure  Laminating,  C,  amd.2 . 

MIL-R-16847,  Ring  Buoy,  Lifesaving:  Unicellular  Plastic,  E,  amd.2 . 

MIL-^-23139.  Rocket  Motors,  Solid  Propellant,  Development  Require¬ 
ments  for,  B. 

MIL-S-18655.  Signal,  Distress,  Day  and  Night  Mark  13,  Mod.  O,  C . 

MIL-W-530,  Webbing,  Textile.  Cotton.  Purpose.  Natural  or  in  Colors. 
F,  amd.2. 

Navy  Department  Plans 

Naval  Publications  Forms  Center,  5801  Tabor  Avenue,  IHtiladelphia, 
Pa.  19120 

Extensions  granted  to  Nov.  1,  1980  for  all  the  following  Navy 
Department  IMans. 

BuShips  DWG  No.  S-8200-860050,  Balsa  Wood  Life  Float,  Solid  Rec¬ 
tangular,  Platform.  Net  and  Rigging  (25  person  capacity),  H. 

BuShips  DWG  No.  S-8200-860051,  Balsa  Wood  Life  Float  Solid  Rec¬ 
tangular,  Platform,  Net  and  Rigging  (10-,  15-,  40-,  and  60-person 
capacity),  G. 

National  Fire  Protection  Association  (NFPA) 

470  Atlantic  Avenue,  Boston,  Mass.  02210 
No.  255,  Method  of  Test  of  Surface  Burning  Characteristics  of  Building 
Materials,  1972. 

Underwriters  Laboratories  (UL) 

333,  Pfingsten  Road,  Northbrook,  Ill.  60062 

UL  62,  Flexible  Cord  and  Fixture  Wire.  1978 . 

UL  1988,  Fuses  (Class  H  Fuses),  1975 . 


160X)26-1. 

164.015-1;  164.010-1. 
161D10-1, 

160.016-1. 

161.001-1. 


160.026-1. 

160.053-1. 


160.061-1. 


160D40-1. 

160.035-1. 

161.001-1;  161.010-1. 

160.035-1. 

160.035-1. 

160.035-1, 

160.035-1. 

160i)35-l;  164.013-1. 
161.001-1.' 

161.001-1. 


160.035-1. 

160.050-1. 

160X140-1. 


160.023-1. 


16aX)27-l. 


160.027-1. 


164.012-1. 


161.006-1. 

161.004-1. 


46  CFR  SUBCHAPTER  R— U.S.  COAST  GUARD,  DEPARTMENT  OF 
TRANSPORTATION 


CFR  Citation 

American  Bureau  of  Shipping  (ABS) 

65  Broadway,  New  York,  N.Y.  10006 

Rules  for  Building  and  Classing  Steel  Vessels,  1980 . . .  167.15-2;  167.20-1. 

Institute  of  Electrical  and  Electronic  Engineers  (IEEE)  (Formerly  American  Institute  of 
Electrical  Engineers) 

345  East  47th  St.  New  York.  N.Y.  10017 

45,  Recommended  Practice  for  Electrical  Installations  on  Shipboard,  167.40-1 
1977. 

Extension  granted  to  Nov.  1, 1980. 
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Federal  Specification 

Naval  Publications  and  Forms  Center,  Customer  Service,  Code  1052, 

5801  Tabor  Ave.,  Philadelphia,  Pa.  19120 

ZZ-H-451,  Hose,  Fire,  Woven-Jacketed  Rubber  or  Cambric-Lined,  167.45-5. 
with  Couplings,  E. 

Extension  granted  to  Nov.  1, 1980. 

National  Fire  Protection  Association  (NFPA) 

470  Atlantic  Ave.,  Boston,  Mass.  02210 

306,  Control  of  Gas  Hazards  on  Vessels  to  be  Repaired,  1980 .  167.30-1. 

Underwriters  Laboratories  (UL) 

333  Pfingsten  Rd.,  Northbrook,  Ill.  60062 

UL-19  Woven-Jacketed,  Rubber  Lined  Fire  Hose,  1978 .  167.45-5. 

Extension  granted  to  Nov.  1, 1980. 

46  CFR  SUBCHAPTER  T— U.S.  COAST  GUARD,  DEPARTMENT  OF 
TRANSPORTATION 

CFR  Citation 

American  Boat  and  Yacht  Council  (ABYC) 

15  East  26th  St.,  New  York,  N.Y.  10010 

P-1  Recommended  Practices  and  Standards  Covering  Safe  Installation  182.15-15;  182.15-20. 
of  Exhaust  Systems  for  Propulsion  and  Auxiliary  Machinery,  1971. 

Extension  granted  to  Nov.  1, 1980. 

Institute  of  Electrical  and  Electronic  Engineers  (IEEE)  (Formerly  American  Institute  of 
Electrical  Engineers) 

345  East  47th  St.  New  York,  N.Y.  10017 

45,  Recommended  Practice  for  Electrical  Installations  on  Shipboard,  183.01-15;  183.05-45; 
1977.  183.10-20. 

Extension  granted  to  Nov.  1, 1980. 

American  Society  for  Testing  and  Materials  (ASTM) 

1916  Race  St.,  Philadelphia,  Pa.  19103 

B97  Copper-Silicon  Alloy  Plate,  Sheet,  Strip,  and  Rolled  Bar  for  Gener-  182.15-25. 
al  Purposes,1980. 

B122,  Copper-Nickel-Tin  Alloy,  Copper-Nickel  Zinc  Alloy  (Nickel  182.15-25. 

Silver]and  Copper-Nickel  Alloy  Plate  Strip  and  Rolled  Bar,  1980. 

B1 27,  Nickel-Copper  Alloy  (UNS  N04400)  Plate,  Sheet  and  Strip,  1974 ..  182.15-25;  182.20-25. 


B152.  Copper,  Sheet,  Strip,  Plate  and  Rolled  Bar,  1979 .  182.15-25. 

B209,  Aluminum  Alloy  Sheet  and  Plate,  1978 .  182.15-25;  182.20-25. 

D93,  Test  for  Flash  Point  by  Pennsky-Martens  Closed  Tester .  182.15-1;  182.20-1. 

Extension  granted  to  Nov.  1, 1980. 


13-323,  Test  for  Vapor  Pressure  of  Petroleum  Products  (Reid  Method),  188.10-21. 

1972. 

Federal  SpeciBcation 

Naval  Publications  and  Forms  Center,  Customer  Service,  Code  1052, 

5801  Tabor  Avenue,  Philadelphia,  Pa.  19120 
ZZ-H-45,  Hose,  Fire,  Woven-Jacketed  Rubber  or  Cambric-Lined,  with  181.15-10. 

Couplings,  E. 

Extension  granted  to  Nov.  1, 1980. 

National  Fire  Protection  Association  (NFPA) 

470  Atlantic  Ave.  Boston  Mass.  02210 

70,  National  Electrical  Code,  1979 .  183.01-10;  183.05-45; 

183.05-50-;  183.10- 
20. 

Navships  250 

Naval  Publications  and  Forms  Center,  5801  Tabor  Avenue,  Philadel¬ 
phia,  Pa.  19120 

Cable  Comparison  Guide,  1975 .  183.10-20. 

Extension  granted  to  Nov.  1, 1980. 

Underwriters  Laboratories  (UL) 

333  Pfington  Rd.,  Northbrook,  Ill.  60062 

UL-197,  Commercial  Electric  Cooking  Appliance,  1978,  incl  all  revi-  183.01-15;  183.10-45. 
sions  thru  1979. 

UL-595,  Marine  Type  Electric  Lighting  Fixtures,  1974,  all  revisions  thru  183.01-15;  183.10-20. 
1977, 
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Extension  granted  to  Nov.  1. 1980. 

UL-1102,  Tanks,  Non  Integral,  Marine  Fuel,  1980 . . .  182.1S-25. 

46  CFR  SUBCHAPTER  U— U.S.  COAST  GUARD,  DEPARTMENT  OF 
TRANSPORTATION 

CFR  Citation 

American  Bureau  of  Shipping 
65  Broadway,  New  York,  N.Y.  10006 

Rules  for  Building  and  Classing  Steel  Vessels,  1980 . .  188.3;  189.1;  190.0; 

195.0. 

Coast  Guard 

G-MMT//12;  2100  2nd  St.  S.W.,  Washington,  D.C.  20593 
160.014,  “Compass  and  moimting,  dated  December  14, 1944"  (Specifica*  192.20-15. 
tion  for  Compasses,  Magnetic,  Liquid-filled,  Mariners,  Compensating 
for  Life  boats  (with  mounting)  for  Merchant  Vessels.),  1944. 

Federal  Specification 

Naval  Publications  and  Forms  Center;  Customer  Service,  Code  1052, 

5801  Tabor  Ave.,  Philadelphia,  Pa.  19120 

ZZ-H-451,  Hose,  Fire,  Woven-Jacketed  Rubber  or  Cambric-Lined,  193.10-10 
with  Couplings,  E. 

Extension  granted  to  Nov.  1, 1980 
Military  Specifications 

Naval  Publications  and  Forms  Center,  5801  Tabor  Avenue,  Philadel¬ 


phia.  Pa. 19120 

MIL-V-17501.  (Valve.  Control.  Automatic  Sprinkler  System) .  194.10-30. 

Extension  granted  to  Nov.  1, 1980. 

National  Fire  Protection  Association  (NFPA) 

470  Atlantic  Ave.,  Boston,  Mass.  02210 

306,  Control  of  Gas  Hazards  on  Vessels  to  Repair,  1975 .  189.50-1. 

Underwriters  Laboratories  (UL) 

333  Pfingsten  Rd.,  Northbrook,  Ill.  60002 

UL  19.  Woven  Jacketed,  Rubber  Lined  Fire  Hose,  1978 .  193.10-10. 

Extension  granted  to  Nov.  1, 1980. 


47  CFR  CHAPTER  I  (PARTS  0-1^)— FEDERAL  COMMUNICATIONS  COMMISSION 
National  Association  of  Regulatory  Utility  Commissioners 

CFR  Citation 

1102  Interstate  Commerce  Commission  Building,  Constitution 
Avenue  and  12th  Street  NW,  Washington,  D.C.  20005 
Separations  Manual  (Standard  Procedures  for  Separating  Telephone  67.1. 

Property  Costs,  Revenues,  Expenses,  Taxes  and  Reserves),  Febru¬ 
ary,  1971. 

In  addition  to  the  publisher,  the  NARUC  Separations  Manual  is 
available  for  inspection  at  the  following  places: 

Office  of  the  Common  Carrier  Bureau,  Federal  Communications 
Commission,  1919  M  Street  NW,  Washington,  D.C.  20554 
Field  Office  of  the  Common  Carrier  Bureau,  Room  1309X.  90 
Church  Street,  New  York.  N.Y. 

49  CFR  SUBTITLE  A  (PARTS  l-89>— OFFICE  OF  THE  SECRETARY  OF 
TRANSPORTATION 

CFR  Citation 

American  National  Standards  Institute  (ANSI) 

1430  Broadway,  New  York,  N.Y.  10018 

ANSI  A117.1 1961  (R1971),  American  National  Standard  Speciheations  27.5;  27.67. 
for  Making  Buildings  and  Facilities  Accessible  to,  and  Usable  by,  the 
Physically  Handicapped. 

Interagency  Land  Acquisition  Conference 
Superintendent  of  Documents,  U.S.  Government  Printing  Office, 

Washington,  D.C.  20402. 

Uniform  Appraisal  Standards  for  Federal  Land  Acquisition  (1972  Edi-  25.200. 
tion).  Stock  No.  5259-0002.. 
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49  CFR  CHAPTER  I  (PARTS  100-199)— RESEARCH  AND  SPECIAL  PROGRAMS 
ADMINISTRATION,  DEPARTMENT  OF  TRANSPORTATION 
Note. — For  1980  only,  the  revision  date  for  Chapter  I  of  Title  49  of  the  Code  of  Federal 
Regulations  is  December  1, 1980.  also,  the  Office  of  the  Federal  Register  extends  the  review 
of  the  incorporations  by  reference  for  which  the  agency  requests  reapproval  until  December 
1, 1980. 

49  CFR  CHAPTER  II  (PARTS  200-299)— FEDERAL  RAILROAD  ADMINISTRATION. 
DEPARTMENT  OF  TRANSPORTATION 

‘  CFR  Citation 

American  National  Standards  Institute,  Inc. 

15th  and  New  York  Avenue  NW.  Washington,  D.C.  20005 
ANSI  Sl.13-1971,  Method  for  Measurement  of  Sound  Pressure  Levels....  210.29(b](2]. 

American  Society  for  Testing  and  Materials 
Federal  Railroad  Administration,  Ofhce  of  the  Associate  Adminis¬ 
trator,  Nassif  Building,  400  Seventh  Street  SW.,  Washington,  D.C. 

20590 

ASTM  C90-70,  Standard  Specification  for  Hollow  Load-Bearing  Con-  Part  223,  Appendix 
Crete  Masonry  Units.  A. 

ASTM  C331-77,  Standard  Specification  for  Lightweight  Aggregates  for  Part  223,  Appendix 
Concrete  Masonry  Units..  A. 

American  Society  of  Mechanical  Engineers 
United  Engineering  Center,  345  East  47th  Street,  New  York,  New 
York  10017 

ASME  Boiler  and  Pressure  Vessel  Code  (1971  Edition],  Section  II,  Part  229.51(a)(1). 

B,  page  123. 

ASME  Boiler  and  Pressure  Vessel  Code  (1971  Edition),  Section  VIII,  229.51(a)(2). 

Division  I. 

Association  of  American  Railroads 
1920  L  Street  NW.,  Washington,  D.C.  20036 

AAR  Code  of  Rules  for  cars  in  interchange,  1979 .  232.17(b). 

AAR  Code  of  Tests,  Instruction  Pamphlet  No.  5039-4,  Sup.  1,  Single  232.17(a). 

Car  Testing  Device,  1974. 

AAR  Railway  Signaling  Principles  and  Practices,  Ch.  2:  Symbols,  235.12(b). 

Aspects  and  Indications,  1956. 

Illiuninating  Engineering  Society 

Federal  Railroad  Administration,  Office  of  the  Associate  Adminis¬ 
trator,  Nassif  Building,  400  Seventh  Street  SW.,  Washington,  D.C. 

20590 

lES  Guide  for  Calculating  the  Effective  Intensity  of  Flashing  Signal  221.5(h). 

Lights,  November,  1964. 

Interagency  Land  Acquisition  Conference 
Superintendent  of  Documents,  U.S.  Government  Printing  Office, 

Washington,  D.C.  20402 

Uniform  Appraisal  Standards  for  Federal  Land  Acquisition  (1972  edi-  266.17(g)(1). 
tion).  Stock  No.  5259-0002. 

49  CFR  CHAPTER  V— NATIONAL  TRAFFIC  SAFETY  ADMINISTRATION, 
DEPARTMENT  OF  TRANSPORTATION 

CFR  Citation 

American  Association  of  Textile  Chemists  and  Colorists  (AATCC) 


Post  Office  Box  886,  Durham,  N.C. 

AATCC  Chart  for  Measuring  Transference  of  Color .  571.209. 

Standard  Test  Method  8-1961  Colorfast  to  Crocking .  571.209. 

Standard  Test  Method  30-1957T  Fungicides,  Evaluation  of  Textiles .  571.209. 

Standard  Test  Method  107-1962  Colorfastness  to  Water .  571.209. 

Geometric  Gray  Scale .  571.209. 

American  National  Standards  Institute  (ANSI) 

1430  Broadway,  New  York,  N.YZ.  10018 


Z26.1,  as  suppl.  Z26.1a — 1969  (ANSI  A26)  Safety  Code  for  Safety  571.205. 
Glazing  Materials  for  Glazing  Motor  Vehicles  Operating  on  Land 
Highways. 

American  Society  for  Testing  and  Materials  (ASTM) 

1916  Race  Street,  Philadelphia,  Pa.  19103 
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ASTM  100%-1961  Haze  and  Luminous  Transmittance  of  Transparent 
Plastic. 

ASl'M  A166-1961T  Tentative  Specifications  for  Electrodeposited  Coat¬ 
ings  of  Nickel  and  Chromium  on  Steel. 

ASTM  A370-1972  Standard  Methods  and  DeHnitions  for  Mechanical 
Testing  of  Steel  Products. 

ASTM  B117-19M  Standard  Method  of  Salt  Spray  (fog)  Testing . 

ASTM  D445-1965  Standard  Method  of  Test  for  Viscosity  of  Transpar¬ 
ent  and  Opaque  Liquids  (Kinematic  and  Dynamic  Viscosity). 

ASTM  0471-1964  Tentative  Method  of  Test  for  Change  in  Properties  of 
Elastomeric  Volcanizates  Resulting  from  Immersion  in  Liquids. 

ASTM  D4d4-1971  Standard  Specifications  for  Hydrocarbon  Dry  Clean¬ 
ing  Solvent. 

ASTM  D523-1062T  Tentative  Method  of  Test  for  Specular  Glass . 

ASTM  D756-19S6  Standard  Methods  of  Test  for  Resistance  of  Plastics 
to  Accelerated  Service  Conditions. 

ASTM  D10S6-1973  Standard  Specifications  for  flexible  Cellular  Mate¬ 
rials  Sponge  or  Expanded  Rubber. 

ASTM  £>1121-1967  Standard  Method  of  Test  for  Reserve  Alkalinity  of 
Engine  Antih«ezes  and  Antirusts. 

ASTM  D1123-1959  Standard  Method  of  Test  for  Water  in  Concentrat¬ 
ed  Engine  Anti-Freezes  by  the  Iodine  Reagent  Method. 

ASTM  D1193-1970  Standard  Specifications  for  Reagent  Water . 

ASTM  D1415-1968  Tentative  Method  of  Test  for  International  Hard¬ 
ness  of  Volcanized  Natural  and  Synthetic  Rubbers. 

ASTM  D1S64-1971  Standard  Method  of  Testing  Flexible  Cellular  Mate¬ 
rials — Slab  Urethane  Foam. 

ASTM  D1565-1976  Standard  Specifications  for  Flexible  Cellular  Mate¬ 
rials — Vinyl  Chloride  Polymers  and  Copolymers  (Open-Cell  Foam). 
ASTM  D2515-1966  Standard  Specifications  for  Kinematic  Glass  Vis¬ 
cosity. 

ASTM  El-1968  Standard  Specifications  for  ASTM  Thermometers . 

ASTM  E4-1964  Methods  of  Verification  of  Testing  Machines . 

ASTM  E4-1972  Methods  of  Verification  of  Testing  Machines . 

ASTM  B8-1969E  Tension  Testing  of  Metallic  Materials . 

ASTM  E42-1964  Recommended  Practice  for  Operating  Light-  and 
Water-Exposure  Apparatus  (Carbon-Arc  Type)  for  Artificial  Weath¬ 
ering  Test. 

ASTM  E77-1966  Standard  Method  for  Inspection.  Test  and  Standardi¬ 
zation  of  Liquid-in-Glass  Thermometers. 

ASTM  E274-196^  Skid  Resistance  of  Pavements  Using  a  Two  Wheel 
Trailer. 

ASTM  E274-1970  Skid  Resistance  of  Paved  Surfaces  Using  a  Full  Scale 
Tire. 

ASTM  E298-1968  Standard  Methods  for  Assay  of  Organic  Peroxides . 

ASTM  E501  Standard  Tire  for  Pavement  Skid  Resistance  Tests . 

General  Services  Administration 

Superintendent  of  Documents,  U.S.  Government  Printing  Office, 
Washington.  D.C.  20402 

Federal  Specification  L-S-300  1965,  Sheeting  and  Tape  Reflective: 

Nonexposed  Lens,  Adhesive  Backing. 

Military  Specifications 

Naval  Publication  and  Forms  Center,  5801  Tabor  Avenue,  Philadel¬ 
phia.  Pa.  19120 

MIL-S-13192 . 

National  Health  Survey  Data 

Superintendent  of  Documents,  U.S.  Government  Printing  Office, 
Washington,  D.C.  20402 

5th  percentile  female:  Public  Health  Service  Publication  No.  1000, 
Se^es  11,  No.  8,  “Weight,  Height,  and  Selected  Body  Dimensions  of 
Adults”. 

National  Highway  Traffic  Safety  Administration  (NHTSA) 

Material  may  be  obtained  by  writing:  Keuffle  and  Esser  Company, 
15121  North  Danville  Street.  Arlington,  Va.  22201 

SA 150  MOlO  Head  Assembly,  1973 . . 

SA 150  M020  Neck  Assembly,  1973 . 


571.209. 

571.208;  .209. 
571.221. 

571.106:  .125;  .209. 
571.116. 

571.106, 

571.301. 

571.107. 

571.209. 

571.213. 

571.116. 

571.116. 

571.116. 

671.116. 

571.213. 

571.213. 

571.118. 

571.116. 

571.209;  .106. 
571.221. 

571.221. 

571.209. 


571.116. 

571.301;  .206, 

575.104(f)(iii);  .105; 
.116. 

571.116. 

575.104(f)(i)(ii);  (vii). 


571.108. 


571.208. 


671.3. 


572.5;  .6;  .11. 
572.5:  .7. 
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SA 150  M030  Shoulder-thorax  Assembly,  1973 . . .  572.5;  .8. 

SA 150  M050  Lumbar  Spine  Assembly,  1973 . .  575.5;  .9. 

SA  150  M060  Pelvis  and  Abdomen  Assembly,  1973 . . .  572.5;  .9. 

SA  150  M070  Right  Arm  Assembly,  1973 . .  575.2;  10. 

SA  150  M071  Left  Arm  Assembly,  1973 . . .  572.5;  .10. 

SA  150  M080  Right  Leg  Assembly.  1973 .  572.5;  .10. 

SA  150  M081  Left  Leg  Assembly.  1973 . . . . . .  575.5;  .10. 

Society  of  Automotive  En^eers  (SAE) 

400  Commonwealth  Drive,  Warrendale,  Pa.  15096 

SAE  J211-1970  Instrumentation  of  Barrier  Collision  Tests . .  571.218. 

SAE  J211a-1971  Instrumentation  for  Impact  Tests .  571.222;  .213. 

SAE  1222-1970  Parking  Lamps  (Position  Lamps] .  571.108. 

SAE  J222a-1977  Parking  Lamps . . .  571.108. 

SAE  I449a-1963  Surface  Texture  Control .  581.6(b)(1). 

SAE  J527-1967  Brazed  Double  Wall  Low  Carbon  Steel  Tubing .  571.116. 

SAE  J564a-1964  Headlamp  Beam  Switching .  571.108. 

SAE  }565b-1969  Semi-Automatic  Headlamp  Beam  Switching  Devices....  571.108. 

SAE  1566-1960  Headlamp  Mountings . . .  571.108. 

SAE  i567b-1970  Bulb  Sockets .  571.108. 

SAE  I571d-1976  Dimensional  SpeciBcation  for  Sealed  Beam  Headlamp  571.108. 
Units. 

SAE  ]573d-1968  Lamp  Bulbs  and  Sealed  Units .  571.108. 


SAE  J575d-1967  Test  for  Motor  Vehicle  Lighting  Device  and  Compo-  571.108. 
nents. 

SAE  I575e-1970  Test  for  Motor  Vehicle  Lighting  Devices  and  Compo-  571.108. 
nents. 

SAE  ]576b-1966  Plastic  Materials  for  Use  in  Optical  Paris,  such  as  571.108. 

Lenses  and  Reflectors,  of  Motor  Vehicle  Lighting  Devices. 

SAE  )576c-1970  Hastic  Materials  for  Use  in  Optical  Parts,  such  as  571.108. 

Lenses  and  Reflectors,  of  Motor  Vehicle  Lighting  Devices. 

SAE  1578-1965  Color  Specifications  for  Electric  Signal  Lighting  De-  571.108. 
vices. 

SAE  ]578a-1966  Color  Specification  for  Electric  Signal  Lighting  De-  571.108. 


vices. 

SAE  )579a-1965  Sealed  Beam  Headlamp  Units  for  Motor  Vehicles .  571.108. 

SAE  J579C-1974  Sealed  Beam  Headlamp  Units  for  Motor  Vehicles .  571.108. 

SAE  J580a-1966  Sealed  Beam  Headlamp .  571.108. 

SAE  ]580b-1974  Sealed  Beam  Headlamp  Assembly .  571.108. 

SAE  J584b-1964  Motorcycle  and  Motor  Driven  Cycle  Headlamps .  571.108. 

SAE  J585C-1966  Tail  Lamps . .  571.108. 

SAE  ]585d-1970  Tail  Lamps  (Rear  position  light] .  571.108. 

SAE  I586b-1966  Stop  Lamps . 571.108. 

SAE  J586C-1970  Stop  Lamps .  571.108. 

SAE  I587d-1969  License  Plate  Lamps .  571.108. 

SAE  }588d-1966  Turn  Signal  Lamps .  571.108. 

SAE  I588e-1970  Turn  Signal  Lamps . 571.108. 

SAE  J589-1964  Turn  Signal  Switch .  571.108. 

SAE  J590b-1965  Automotive  Turn  Signal  Flashers .  571.108. 

SAE  ]592e-1972  Clearance,  Side  Marker  and  Identification  Lamps .  571.108. 

SAE  J593C-1968  Backup  Lamps .  571.108. 

SAE  J594e-1970  Reflex  Reflectors .  571.108. 

SAE  J599b-1970  Lighting  Inspection  Code .  581.5(c). 

SAE  J599C-1973  Lighting  Inspection  Code .  571.108. 

SAE  )602a-1970  Headlamp  Aiming  Device  for  Mechanically  Aimable  581.5c. 
Sealed  Beam  Headlamp  Units. 

SAE  1673a-1967  Automotive  Glazing . ; .  571.205. 

SAE  J726a-1962  Recommended  Practice,  Air  Cleaner  Test  Code .  571.209. 

SAE  J787(b)-1966  Motor  Vehicle  Seat  Belt. Anchorage .  571.3. 


SAE  I800b-1965  Recommended  Practice,  Motor  Vehicle  Seat  Belt  In-  571.209. 
stallations. 

SAE  1826-1962  Manikins  for  Use  in  Defining  Vehicle  Seating  Accom-  571.210;  .213;  .213;  .3. 


modations. 

SAE  J839b-1965  Passenger  Car  Side  Door  Latch  System .  571.201;  206. 

SAE  J843a-1966  Brake  system  Road  Test  Code-Passenger .  575.101(e)(2). 
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SAE  J885a-1966  Human  Tolerance  to  Impact  Conditions  as  Related  to  571.208. 

Motor  Vehicle  Design. 

SAE  1887-1964  School  Bus  Red  Signal  Lamps .  571.108. 

SAE  )902-1964  Recommended  Practice,  Passenger  Car  Windshield  571.103. 
Defrosting  Systems. 

SAE  J902a-1967  Passenger  Car  Windshield  Defrosting  Systems .  571.104;  .103. 

SAE  I903a-1966  Passenger  Car  Windshield  Wiper  Systems .  571.104. 

SAE  J910b-1971  Hazard  Warning  Signal  Switch .  571.108. 

SAE  1921-1965  Recommended  Practice,  Instrument  Panel  Laboratory  571.201. 

Impact  Test  Procedure. 

SAE  1934-1965  Recommended  Practice  Vehicle  Passenger  Door  Hinge  571.206. 

.  Systems. 

SAE  )941-1065  Passenger  Car  Driver's  Eye  Range .  571.104;  .107. 

SAE  1942-1965  Passenger  Car  Windshield  Washer  System .  571.104. 

SAE  1944-1965  Steering  Wheel  Assembly  Laboratory  Test  Procedure. ...  571.203. 

SAE  I945b-1966  Vehicle  Hazard  Warning  Signal  Flashers .  571.108. 

SAE  )964a-1974  Test  Procedure  for  Determining  Reflectivity  of  Rear  571.111 
View  Mirrors. 

SAE  J972-1966  Moving  Barrier  Collision  Tests .  571.105. 

SAE  1977-1966  Instrumentation  for  Laboratory  Impact  Tests .  571.201. 

SAE  JllOOa  Motor  Vehicle  Dimensions .  571.3. 

SAE  jll32-1976  Sealed  Beam  Headlamp  Units .  571.108. 

SAE  11703b  Motor  Vehicle  Brake  Fluid . . . .  571.116. 

SAE  Aerospace-Automotive  Drawing  Standards-1963  Ground  Vehicle  571.202. 

Practice. 
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CFR  Citation 

American  National  Standards  Institute,  Inc. 

1430  Broadway  (attn:  sales].  New  York,  N.Y.  10018 
ANSI  A117.1-1961  (Revised  1971),  SpeciRcations  for  Making  Buildings  1063.8(e). 
and  Facilities  Accessible  to,  and  Usable  by  the  Physically  Handi¬ 
capped. 

Publication  also  available  from  the  Interstate  Commerce  Commis¬ 
sion,  ORice  of  the  Secretary,  Washington,  D.C.  20423. 
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